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6482-1 

F*ef. Tracker Test 
Adapter 

1 

120-10-4731 

6181-1 

AST last Adapter 

1 

120-10-2735 

6112- 90 

Amplifier Assy Audio 

2 

115-25-107 

6412-39 

Local Oscillator Assy 

2 

119-34-1 

105-19-1510 Connector 

5 

105-19-0771 

6010-46 

Motor Oeneratar 

2 

6412-89 

6484-7 

Control Asp Kxt Cable 

1 

105-18-0140 

6484-6 

Audio Assy 

1 

6412-92 

6412-38 

Component Board Assy 

2 

6411-36 

64O7A-107 

Ter® Strip 

5 

123-8-2 

6411-37 

Auto Frequency Control 




Assy 

2 

6412-91 

115 - 16-18 

Adapter 

5 

146-108-1 

II5-25-IO6 

Bushing 

4 

104-2002-503 

122 - 101-1 

Pitch Leveling Denice 
Assy 

1 

6^12-87 

6484-5 

Pbwer Supply act Cable 

1 

115-16-15 

130-2-6363 

Tube 

2 

6417-21 

6484-4 

Asianth Servo 

1 

120-11-6835 

6484-2 

ART Extension 

1 

6484.8 

6412-93 

Amplifier Assy 

2 

64U-47 

6411-44 

Connector 

1 

64U-44 

120-39-IB07 

Resistor 

5 

6480-1 

115-16-19 

Adapter 

7 

6484-3 

146-83-1 

Transformer 

1 

6489-1 

115-25-103 

Sleeve 

5 


64X2-88 

Main Loop Assy L.T. 

2 



6411-33 

120-51-2215 


Real* tor, Fixed 1 
Boshing 5 
Rtlsy Armture 1 
Connector 6 
tslnuth Servo Assy,L.?.2 
Connector 5 
Amplifier Assy 2 
Pre-Amplifier Assy 2 
Synchro 2 


Amplifier Assy 
Transformer 


2 

1 

5 


Power Supply Assy L.T. 2 


Clamp 

Motor Gear Assy 
Resistor Fixed 
T. F. Amp 

Mercury Switch Angy 
Connector 

AHT That Stand 

Extension Cable Main 
Loop 

Bench Harness, Bench 
Set 


5 

1 

1 

1 

1 

2 

1 


Driver Assy 
Approved For Release 

Resistor Fixed 


20 ^ 1/1 
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